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Inspection Report 


Turpentine Creek Foundation 
239 Turpentine Creek Lane 
Eureka Springs. Afl 72632 

Site 001 

TunPENTwE CPEEk. FOUNDftTlOw 


Customer ID; 4700 
CertiFicale 7l’C-0lC3 


Type ROUTINE INSPECTION 
Dale .Ail-18-201 3 


No non-compiiant items identi'i&d during this inspection 
Exit lnterv*ew conducted win facility representative. 

Note: The incident involving the liger enclosure is under review. 


Prepared By: 
Title: 

Received By: 
Title; 


JEFFREY BAKER, D.V.M. 


J EFFRE Y T BAKER, D , V. M. U&DA , APH IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 4052 


(b)(6), (b)(7)(c) 


Pasa 1 or 1 


Date: 
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Date: 

Jul-31 -201 3 


Ilisp H ction Rep olt Explanation: http : / /ww. aphis .Us da. go V/ aniftialjiiTelf at e ,i doumlc a. Is /]R._Explanation.p df 






